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-- OsStaticDefs.Mesa Edited by Sandman on August 23, 1977 9:25 PM 

DIRECTORY 

StringDefs: FROM "stringdef s" , 
AUoFileOefs: FROM "altof iledefs" ; 

DEFINITIONS FROM StringDefs. AUoFileOefs; 

OsStaticDefs: DEFINITIONS = 
BEGIN 

OsStatics: POINTER TO POINTER TO OsStaticRecord = LOOPHOLE[176777B] ; 

OsStaticRecord: TYPE = PRIVATE MACHINE DEPENDENT RECORD [ 
EnumerateFp: POINTER, 
fpSysDir: POINTER TO CFP, 
fpSysStat: POINTER TO CFP, 
fpDiskDescriptor: POINTER TO CFP, 
fpSysLog: POINTER TO CFP, 
fpSysTs: POINTER TO CFP, 
fpUserCm: POINTER TO CFP, 
fpComCm: POINTER TO CFP, 
fpRemCm: POINTER TO CFP, 
fpExecutive: POINTER TO CFP, 
fpSysFont: POINTER TO CFP. 
fpWorkingDip: POINTER TO CFP, 
nameWorkingDir: POINTER TO bcplSTRING, 
OsBuffer: POINTER TO WORD. 
EventVector: PUBLIC POINTER TO WORD. 
UserName: PUBLIC POINTER TO bcplSTRING, 
UserPassword: PUBLIC POINTER TO bcplSTRING, 
OsFinish: POINTER, 
OsFinishCode: PUBLIC CARDINAL, 
OsVersion: PUBLIC CARDINAL, 
OsVersionCompatible: PUBLIC CARDINAL, 
OsFinishSafeAdr: POINTER. 
SerialNumber: PUBLIC CARDINAL. 
IvUserFinishProc: POINTER, 
SysErr: POINTER, 
CounterJunta: POINTER, 
CanSwat: POINTER, 

IvAbortFlag: PUBLIC POINTER TO CARDINAL, 
IvSwatContextProc: POINTER, 
OutLd: POINTER, 
InLd: POINTER, 
BootFrom: POINTER. 
DisklOSetup: POINTER, 
DisklOTransfer: POINTER, 
UpdateTime: POINTER, 
IvPariLySweepCount: POINTER, 
LastLdCB: POINTER, 
juntalable: POINTER, 

AltoVersion: PUBLIC Al toVers ionNumber , 
ErrorLogAddress: PUBLIC WORD, 
IvParityPhantomEnable: POINTER 

]; 

AUoVers ionNumber: TYPE = MACHINE DEPENDENT RECORD [ 
eng ineer ingnumber : [0..17B], 
buildnumber: [0. . 17B], 
mJcrocodeversion: [0..377B] 

]; 

CND. . . 


